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DECLARATION OF “765/400 KV GIS POOLING SUBSTATION” OF POWER GRID CORPORATION OF 
INDIA LIMITED LOCATED AT VILLAGE BEGARIKANCHA (NEW) MEERKHANPET (OLD), 
KANDUKUR (M), RANGA REDDY DISTRICT AS “PROHIBITED PLACE”. 


[GO.Ms.No.66, General Administration (Spl.D), 6" April, 2023.] 

Whereas, the Government of Telangana consider that, the information with respect to the place specified in 
column (1) of the Schedule to this notification, or damage thereto, or the destruction, or obstruction thereof, or 
interference therewith would be useful to an enemy, and that the aforesaid place be declared to be a “Prohibited 
Place”; 

Now, therefore, in exercise of the powers conferred by sub-clause (d) of clause (8) of Section 2 of the Official 
Secrets Act, 1923 (Central Act No. 19 of 1923) read with the Notification S.O.No. 1285, dated: the 4th May, 1963 
(No.F21/20/62-Poll-(1)) of the Ministry of Home Affairs, Government of India, New Delhi and of all other powers 
hereunto enabling, the Governor of Telangana, hereby declares that the place specified in column (1) and the location 


as specified in column (2) and the designation of the authority who issues passes / permits as specified in column (3) 


[1] 


G-19. 
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of the Schdeule below, to be a “Prohibited Place” for the purposes of the said Act with effect on and from the date 


of publication of Notification. 


THE SCHEDULE 


Place Location Designation of the authority would 
issue passes/permits to the visitors 


(1) 


Power Grid Corporation of India 
Limited, 765/400 KV GIS Pooling 


Substation. Village : Begarikancha 
(New) Meerkhanpet (Old), 
Kandukur (M), Rangareddy 
District, Telangana. 


(2) (3) 


Village : Begarikancha (New)} The Station Manager/Senior General 
Meerkhanpet (Old), Manager Engineer, Power Grid 
Kandukur (M), Rangareddy| Corporation of India Limited, 765/400 
District, Telangana. KV GIS Pooling Substation, 

Survey Nos: 120/2 (old), Village : Begarikancha (New) 
120/4/3 (new) Meerkhanpet (Old), 

Total Area 62.30 Gts. Kandukur (M), Rangareddy District, 

Telangana. 


SANTHI KUMARI, 
Chief Secretary to Government. 
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